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painting, Henry III ordering one in his chamber at
Clarendon to be painted with a Wheel of Fortune and
a Tree of Jesse,1 and one at Westminster with ' a figure
of Winter, which by its sad countenance and by other
miserable contortions of the body may be deservedly
likened to Winter itself '.2 One at Nottingham was
exceptionally provided with a fire-screen, boards being
bought in 1313 to make ' a screen hanging over the
fireplace between the hearth and the king's bed'.3 In
halls where the fire was made on a central hearth, the
smoke found its way out through a louvre or turret with
open sides in the centre of the roof, but where there was
a fireplace in the wall it was carried up the flue, which
usually terminated in a stone chimney of a more or less
ornamental character.4 A reference in 1278 to the
purchase of an earthen chimney (chymenea terr'} from
Ralph dc Crokcrclanc 5 (of Crockcrs' or Potters' Lane)
suggests something in the nature of the modern chimney-
pot, but is exceptional and, so far as I know, unique.
1 Ibid., 32 Hen. III.                          * Ibid., 24 Hen. III.
3  Exch. K. R. Accts., 478, no. r.
4  One of Norman date  was  found during excavations in the
castle of Old Sarum, where it may be seen.
5  Exch. K. R. Accts., 467, no. 6.